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English of poor quality and clarity is a major cause of rejection or delay in publication. 
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financial viability of the Association. Authors are advised, if possible, to have a manuscript 
reviewed informally by a suitable colleague before submission and, if so, to inform the 


Editor by whom the manuscript was reviewed. 


The Editor reserves the right to adjust format and style to achieve a certain standard of 
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